THE  JAMESTOWN  CHURCH  TOWER  at  Jamestown,  Va., 
dates  from  1639.  Built  of  hand-made  bricks  and  mortar, 
laid  in  English  bond,  this  old  tower  has  withstood  three 
centuries  of  wind  and  rain. 
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